EDWARD HERBERT, FIRST 'LORD HERBERT

OF CHERBURY, born at Eyton-on-Severn in 1583.

English Ambassador in Paris.   Died in 1648.

THOMAS CAREW, born c.  1594.   Travelled on

embassies to Italy and France,   King's Server, and

Gentleman of the Privy Chamber.   Died in 1640.

SIR JOHN SUCKLING, born in 1609 at Whitton,
Middlesex.   Died by his own hand in Paris in 1642.

RICHARD LOVELACE, born in 1618 at Woolwich,
Kent.   Imprisoned as a Royalist.   Died in 1657.